
500 Griswold, Suite 2200 
Detroit, Ml 48226 


MINUTES OF THE 

DETROIT BROWNFIELD REDEVELOPMENT AUTHORITY 
PUBLIC HEARING FOR THE 

511 WOODWARD 

BROWNFIELD REDEVELOPMENT PLAN 


Monday, November 4, 2019 
Detroit Economic Growth Corporation 
500 Griswold, Suite 2200 
Detroit, Ml 48226 
5:30 PM 


In attendance were: 

Brian Vosburg (DEGC/DBRA) 

Cora Capler (DEGC/DBRA) 

Shannon Morgan (Renovare) 

Jill Ferrari (Renovare) 

Bradford Egan (ICONIC 511, LLC) 

Matthew Schenk (OTS) 

Mr. Vosburg called the public hearing to order at 5:30 PM. 


No members of the general public were in attendance. There were no comments 
received in favor of or in opposition to the plan. 


Mr. Vosburg closed the public hearing at 5:48 PM. 




